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GERMANY TEST #166 




The following cigarette brands from Germany (Munich) 
were received for testing on November 13, 1976. These 
cigarettes were of October, 1976 production. 


Marlboro Long Sice EC's (Box) - Italy 

Marlboro King Site 20*s (Soft Pack) - Italy 

Philip Morris Multifilter 100 20's (Soft Pack) * Italy 


The M arlbor o long s i te ciga rettes.were not di fferent 
from the previous average in any of the characteristics 
tested. 

The Marlboro king site cigarettes were &i ffe-r&nt, from 
the previous average only in total re ducing suga rs which 
returned to the level of Test #161. 

The Philip Morris Multifilter 100 cigarettes were not 
dif£fixeJU- from the previous average in any of the 
characteristics tested. 
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